To:  Way,  Steven[way. steven@epa.gov] 

Cc:  Christner,  Jan[Jan. Christner@WestonSolutions.com] 

From:  Petri,  Elliott 

Sent:  Fri  8/7/2015  3:24:57  AM 

Subject:  Photo  Log  for  Gold  King  August  6th,  2015 

Gold  King  Photo  Log  Aug  6 2015.docx 


Hi  Steve, 

I went  to  the  Gold  King  today  and  took  some  additional  photos  and  collected  some  water 
quality  readings  (the  adit  pH  is  ~3.0).  Please  find  the  photo  log  of  events  for  today  attached.  Let 
me  know  if  you  have  any  questions  or  comments.  I plan  on  demobilizing  Saturday  as  we  have 
additional  START  team  members  on-site  for  the  ER  effort  and  Red  and  Bonita  is  still  proceeding 
per  schedule,  they  began  the  coffer  dam  work  today  per  Will’s  comments.  I will  have  a 
replacement  car  on  site  tomorrow  and  will  be  glad  to  have  it! 


Thank  You, 
Elliott 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  802 1 5 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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